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Yost Vises and Gas Soldering Furnaces 
27 eames SP Guaranteed Throughout 


| Yost Extra Heavy Yost Self-Locking 


Self-Locking 
Pipe Vise 


A vise for hard usage. 
Drop forged steel - jaws, 
milled, hardened in oil, 

_ with an extra heavy frame 
and base of malleable iron, 

Ives complete satisfaction 
under most arduous work. 

, ing conditions. :; 

Also manufacture a lighter type of Self-Locking Pipe Vise 

Series No. 5000 to 53, P 


Holds Pipe Weight 


Vise No. Inches Pounds List Price 
6] ¥%to 2%, 13 $ 6.00 
62 Yto 3% 20 9.00 
63 %to 414 30 12.50 
64 Kto 6 49 23.50 
65 | to 8 8] 47 50 


66 I3gto12 |’ 463 70.00 


Yost Combination Pipe Vise 
Yost Combi- 


nation Pipe 
‘Vises are excep- 
tionally heavy, 
and are made 
to stand hard 
usage. Remov- 
able pipe jaws, 
forged from se- 
lected quality 
tool steel, 
quenched and 
drawn in oil... 


Size of Pipe Weight 


No. | Pounds 
3] 34% é to 21% 53 
32 44 ¥% to 31 - 74 
33 5 ¥%to4y% | 116 


Clamp Kit Vise 


Sturdy in construction, yet 
light enough to be carried to the 
Job. Can be clamped to the’ 
body of the truck, plank or post. 
No boring of holes necessary. 
Frame, hook, screw head and 
base are made of high grade 
malleable iron. Steel screw, 
handle and handle balls. Drop 
forged pipe jaws made from high 
carbon steel, hardened, drawn in 
oil and polished. 


Vise No Holds Pipe Clamp — Weight List 


nches Opens, In. Pounds Price 


This Vise is 
guaranteed to 
stand up under 
all conditions. 
The chain is 
made of cold 
rolled sheet 
steel, Links are 
held together 
with pins of 
nickel alloy 
steel. Jaws 
drop forged . 
from tool steel, 
hardened and 

rawn in oil, 
Steel screw and 
case hardened 


nut. 
A a, 


Vise Holds Pipe Size Carton | Weight | List 


No. Size, Inches Inches Pounds | Price 

1-V “to 2K Ax5x6 416 | $ 7.00 
2-V \ to 4 6x8x8 I] 15.00 
3-V Y% to 6 Packed Loose 20 27.00 
4.V ‘MY to 8 Packed Loose 32 36.00 


Yost Gas Soldering Furnace 


‘Burns only 8 feet of gas an hour. Adjustable gas mixers 
Permit regulating the mixture of 92 per cent air under usual 
gas pressure, Always state whether furnace is for use with 
natural or artificial gas. | 


‘Weight, Pounds List Price 


No. I—Single Burner, with Cast-Iron Top................ 714 $3.00 
7 Hi 2—Double Burner, with Cast-Iron Top ee ae J0 4.00 
No. ingle Burner, with Fire Brick...............0.7 8 4.00 


Double Burner, with Fire Brick. sues auh Sine Hl 5.00 
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